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PART 1- SECTION 1 
Notifications relating to Non - Statatory Rales , Rogulations , Orders and Resolutions 
issued by the Ministries of the Government of India ( other than the Ministry of Defence ) 

and by the Supreme Court 


PRESIDENT S SECRETARIAT 

New Delhi, the 7th January 1965 
No, 6 - Pres./65. - - Tho President is pleased to award the 
Polico Medal for gallantry to tho undermentioned officer of 
the Uttar Pradesh Police : 

Name of the officer and rank 
Shri Megh Singh , 
Constable No. 317, Civil Police , 
District Etah , Uttar Pradesh . 

( Deceased ) 
Statement of services for which the decoration has been 
awarded . 

On the night of tho 20th February , 1964, at about 10 P .M . 
while Constable Chob Singh , Constable Mogh Singh and 
Constablc Mohd . Hafiz and four gue licencees, were on 
patrol duty in Nagla Bhur, reliable information was received 
that the notorious dacoit Bhup Singh was hiding in the village. 
The constables quickly followed up the cluc and located 
Bhup Singh in the house of one Ram Nath Ahir . Constable 
Chob Singh , along with two others , took up position 1. 1 tho 
well in front of tho house , while Constablo Mohd . 1 - iz , 


the housc . Constable Megh Singh took upon him c the 
most difficult task of making a frontal attack . Ho went into 
the compound of the house alone and challenged the dacoit, 
but was greeted by a shot which narrowly missed him . 
Undeterred , Constable Megh Singh stood in the open and 
coolly returned the fire . The dacoit then advanced and fired 
another shot from very close range , which hit Constablo 
Mogh Singh killing him instantaneously . A gun- duel ensued 
in which the dacoit Bhup Singh was killed and a gun and 10 
live cartridges were recovered . 

In this encounter , Constable Megh Singh displayed initiative , 
courage and deen devotion to duty in the performance of 
which he gave his life . 

2 . This award is made for gallantry under rulo 4 ( 1 ) of the 
rules governing the award of the Police Medal and congo 


No. 8 -Pres ./65 . — The President is pleased to award tho 
Police Medal for gallantry to the undermentioned officer of 
the Maharashtra Police : 

Name of the Officer and rank 
Shri Ramchandra Dandoba Gharal, 
Sub - Inspector of Police, 

Poona City, Maharashtra , 
Statement of services for which the decoration has been 
cwarded 

On July 12, 1961, tho Panshet Dam burst , causing unprece 
dented floods in certain areas of Poona City and District. 
Shri Ramchandra Bandoba Gharal. Şub - Inspector of Police, 
who was then attached to the Deccan Gymkhana Police 
Station in Poona City, along with the other staff, moved 
about in his area wading and swimming through the fast 
flowing flood waters, in order to rescue and evacuate persons 
from tho affected buildings, to safer places . While engaged 
in these operations, ho heard shouts of help coming from the 
direction of Karve Road . Ho immediately jumped into the 
water and swimming hard against the strong current for about 
100 yards, he eventually succeeded in reaching the spot and 
rescued a woman swimming back with her to a safer place . 
The level of water had risen dangerously , but by sheer courage 
Sub - Inspector Gharal was able to get the woman to safety . 

During these operations Şub - Inspector Gharal displayed 
great courage, initiative and a high sense of duty in utter dis 
regard of his personal safety . He was a sourco of inspiration 
to his men who, under his leadership , were able to evacuate 
Severa ! persons to safety . 

2 . This award is made for gallantry under rulo 4 (i ) of the 
rules governing the award of tho Police Medal and conse 
quently carries with it the special allowance admissible under 
rule 5, with effect from 12th July, 1961. 

No . 9 - Pres. /65 . — The President is pleased to Award the 
Polico Medal for gallantry to the undermentioned officer of 
the Madhya Pradesh Police : 

Nome of the officer and rank 
Shri Suraj Bhan Singh , 
Constablo No. 247 , 
Police Station Gunga, 
Schoro District, 
Madhya Pradesh . 

(Deceased ) 
Statement of services for which the decoration has been 
awarded , 

On receipt of a complaint against ono Sardar Mohamniad 
of village Islamnagar and his son Gul Mohammad . the 
Station Officer , Police Station Gunga , left for village Chopra 
on 11- 6 - 1964 along with a few constables to investigate the 
matter . Having learnt that Sardar Mohammad had gono to 
A nearby river, the Sub - Inspector and his party went towards 
the river and tried to arrest him . Sardar Mohammad who 
was a desparate character resisted the Police officers , raising 
his loaded gun and threatening to shoot them . At the same 
time he moved backward into the river to avoid being 
arrested. Thereupon Constable Suraj Bhan Singh entered the 
river and, at great risk to his life. slowly approached Sardar 
Mohammad and tried to catch hold of him and deprive him 
of his gun , Sardar Mohammad Aired point blank at the 
Constable and boited . Constahle Suraj Bhan Singh died with 
in a few minutes Later the Police party located Sardar 
Mohammad and in the ensuing guo battle Sardar Mohammad 
was killed . 

During this encounter , Constable Suraj Bhan Singh showed - 
exemplary courage and initiative and devotion to duty even 
at the cost of his own life 

2 . This award is made for callantry ander rule 4 ( i) of the 
rules governing the award of the Police Medal and conso 
quently carries with it the special allowances admissible under 
ruile S , with effect from tho 11th June, 1964 . 

K , R , DAMLE , Sęcy , to the President. 


Rule $ , with effect from 20th February , 1964. 

No. 7 -Pres ./65. - The President is pleased to award the 
Police Medal for gallantry to the undermentioned officers of 
the Uttar Pradesh Police : - - 

Names of the officers and ranks 
Shri Suresh Singh , 
Sub - Inspector of Polico , 
Fatehpur District, Uttar Pradesh . 
Shri Yagya Dutt Rai, 
Sub - Inspector of Police, 

Patehpur District, Uttar Pradesh 
Statement of services for which the decoration has been 
awarded , 

On receipt of information of the presenco of dacoit Raghu 
Taj Ahir , who was wanted in a number of cases of murder 
and dacoity , in village Balo Ka Purwa, Sub - Inspector Surosh 
Singh , Station Officer, Police Station Khakreru , along with Sub 
Inspector Shri Yagya Dutt Rai, and a posse of police rushed 
to the village on the 22od November , 1963. On leaming that 
the gang had left a little earlier , they stayed in a house in tho 
village unobtrusively till the 23rd November , 1963 when infor 
mation was again received that the gang way to assemble in 
a bara . The police party divided itself into two groups and 
lay in ambush around the barn . Sensing the presence of the 
police , the gang opened fire , upon which a gun battle ensued , 
which lasted for about two hours and in the course of which 
Sub - Inspector Yaya Dutt Rai received a bullet injury in his 
leg . Notwithstanding the injury , he continued firing and 
Drevented dacoit Raghuraj Ahir from slipping away . Sub . 
Ingpector Suresh Singh , unmindful of the QTAVO risk to his 
life , rushed to the rescue of Sub- Inspector Yagya Dutt Ral in 
the face of firing from the dacoſts and also recelved giin - shot 
infurles in his cheat, thigh and left arm . Inspite of their 
injuries hoth continued the attack in the course of which 
clacoit Raghuraj Ahir was shot dead . The other members of 
the gang, however , qucceeded in clipping away teaving bebind 
the 12 hore gun and hag of cartridges of their leader . 

In this encounter, Sub - Inspector Suresh Singh and Şub 
Inspector Yagva Dutt Ral exhibited courage , leadership and 
a high scnsc of duty . 

2 . These awards are made for callantry under rule 4 ( i ) of 
the rules governing the award of the Police Medal and conse 


MINISTRY OF HOME AFFAIRS 

RESOLUTION 
New Delhi- 11, the 4th Janudry 1963 
No. 7 .30 / 6 /63-DH ( S ) . — The question regarding the grant 
of scholarships to boys of Union Territories for education in 
Sainik Schools has been engaging the attention of the 
Government of India for some time. The Government of 
India has now decided to award 150 scholarships every voar 
to boys of Union Territorleg of Delhi, Himachal Pradesh , 
Manipur , Iripura , Pondicherry , Goa Daman and Diu , Dadra 
and Nagar Haveli, Andaman and Nicobar Islands , Lacca dive , 


under rule 5 , with effect from the 73rd November, 1963 
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Minicoy and Amindivi Lalands and North East Frontier Agency 2 . Award of scholarship 
who got admitted to Sainik Schools on the basis of entrance 
Wraination held in October, 1963, and subsequçot entrance 

( i) These scholarships under this schemo will be awarded by 
examinations. 

the Ministry to Homo Affairs in respect of boys coming from 

the Union Territories of Delhi, Himachal Pradesh , Manipur , 
2 . A schemo giving details of the conditions for the cligi Tripura , Pondicherry , Goa, Daman and Diu , and Dadra , 
bility of the scholarship is appended herewith . This Scheme Nagar Haveli, Andaman and Nicobar Islands and Laccadive , 
will be known as Sainik Schools Scholarship Scheme for Minicoy and Amindivi Islands, and by tho Ministry of 
Boys belongiog to Union Territories , and will be effective External Affairs in respect of the boys and tribal boys from 
from the 18 January, 1964 . 

NEFA on the recommendations of the Principals of tho 

Sainik Schools at the commencement of each term in respect 
3 . The Government of India has also decided to award of boys who are eligible for admission to the Sainik Schools. 
scholarships with effect from the 1st Japuary , 1964 , to such The reimbursemeot claims for the amount of scholarships will 
of the boys of Union Territories who got admitted in the 

be submitted by the Principals to thig Ministry at tho begin 
Sainik Schools prior to the catranco cxamination held in 

ning of cach term . The verification of income /domicile will 
October , 1963, and aro at prescnt studying in the Sainik be responsibility of the Administration concerned . The cer 
Schools . Other conditions regarding pay, ctc , remain tificates of domicile / income duly authenticated by the District 
unchanged . 

Magistrate / Magistrate 1st Class respectively of the concerned 

Union Territory should be presented at the time of admission 
ORDER 

to the Principal to enable him to recommend an award of 
OADEHED that a copy of the Resolution be communicated 

scholarship , 
to - - - 

( ii ) In view of the peculiar circumstances of NEFA , 
(i) All Union Territories . 

the Government of India have decided that the Tribal boys 

haiſing from NEFA seeking admission in the Sainik Schools 
(ii ) All Ministries of the Government of India . (With 

are exempted from passiog the cotrance examination for a 
five spare copies for tho Ministry of Education / 

period of two years with effect from 1st January , 1964 . 
Defence / External Affairs ) . 

Further, their age limit has also relaxed for this period, 
( iii ) Principals of all Sainik Schools . 

( iii ) Merit Scholarship : Students belonging to the Union 

Territories who obtain the first rank amongst all the boys 
ORDERED also that the Resolution be published in the 

appearing for the examination in their respective classes in 
Gazette of India for general information . 

the entrance examination will be awarded full scholarship , as 
A . D . PANDE, Jt. Secy . 

an incentive, covering all expenses on tuition fee , clothing 
allowance , travel expenditure , boarding, lodging, text books, 

stationery and pocket inoney , irrespective of the income of 
SAINIK SCHOULS SCHOLARSHIP SCHEME FOR BOYS 

the parents during that particular class , Subsequently also , if 

itony tey belonging to any Union Territory stands first in the 
BELONGING TO UNION TERRITORIES 

iral examination of any class he will be entitled to this full 
The Government of India have decided to institute 150 

holarship during the next class . 
scholarships for the benefit of boys coming from the Union 
Territories for education in Sainik Schools . The scholarships 

3 . Conditions for the award of Renewal of scholarships. 
will be awarded on merit - cum -means basis to such of the boys 

A schlarship once awarded to a pupil will continuc to be 
coming from the Union Territories who are eligible for admis 

awarded to him throughout his stay in the school; provided -- 
sion to the Sainik Schools in India on the basis of a competi 

( a ) the scholar makes it satisfactory progress in his 
tive entrance examination that may be held every year for 
this purpose . The scales of scholarships are as under : 

studies ; 

(b ) he is not reported on adversely regarding discipline ; 
Income Rate of scholarship Amount of scholarship 

and clothing allows 

( c ) He is otherwise cligible for the continuance of the 
anco 

scholarship on the basis of the income of his 
- - - - - - - 

parents. 
Rs, O - - Full scholarship plus Rs. 1900 - 00 per annum 
300 P . M clothing allowance, plus Rs. 300 - 00 for 

( d ) no scholarships-holder under this scheme draws a 

scholarship or financial assistance of any kind from 
clothing Fullowance in 
the first year and 

any other source. 
Rs. 150 . 00 in subseq 
uent years . 

4 , Revision of scholarships 
Rs. 501 - 3 /4 scholarship plus Rs. 1425 . 00 per annum 

Scholarship once awarded will be lcnable for the entire 
750 P , M . clothing allowance . plus Rs. 300 . 00 for course of education and will not be subject to any revision for 

clothing allowance in subsequent changes in incomo unless there is an increase in 
the first year and 

income at least by Rs. 100 pmn , over the minimum of the 
Rs. 150 . 00 in the subse slab in which the improved income falls . The scholarship 
quent years , 

will , however, he revised suitably in the event of any decrease 
Rs. 751 · Half scholarship . . Rs . 950 . 00 per annum . 

in income. 
1 ,000, 

5 . Definition of Income for awurd of scholarship 
P . M . 

Income for the purpose of scholarship under this scheme 
Rs. 1001 - 1 /4 scholarship . Rs. 475 . 00 per annum . 

will be reckoned as income from all sources, including income 
1, 200 
P . M , 

from property and income of both the parents, if both are 
carping. Compensatory allowances such as City Compensa 

tory allowance , House Rent allowance, Conveyanco allowance , 
NOTE : - Scholarships, if any, awarded by any of the ctc ., received by an employee will not form part of income 

Union Territories prior to tho institution of this for the award of a scholarship by the parent/ guardian of the 
scholarship scheme will cease from the date this student. The affidavit of incornc and domicile will bo fur 
scheme comes into cifect. 

mished in the proformae attached . ( Appendix I and III ) . 
APPENDIX I 

SAINIK SCHOOLS 
Income Certificate in respect of Boys in receipt of Scholarships for Education in the Sainik Schools . 
Name of the boy .. . . .. . .. 

. . . . . . . . . son of . . . . . . . . . . 
. . . . . . . . . . .studying in Sajnik School. . . . .. . .. 
. . . . . . Class . . . . . , 
Statement of Income for the Year 196 , 

- - - - - - - - - - - - - - - - -- - - - - - - - - 
Income from Income from Income from Aoy other 

Total 
pay / pension immovable land shares source of in (por month ) 
Of property 

etc . 

como 
business, etc. 

etc . 

(per month ) (per month ) 

(per month ) ( per month ) 
- - - - - 

- - - - - - - - - 


Nr. . . . . 


- 


- 


- 


- 


- 


HAL 


Self s 
Wifo s . . 
Child s namo 


, 


. . 


- - 


- - - - 


- 


- - - 


- 


- - 


Aggregate Income per nonth . . . . . . , 
(In words 


- 


- 


- 
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= 
I hereby solomnly declare that the above jnformation is true to the best of knowledge and belief and that nothing is kopt con 
cealed . 


( Signature ) 


Parent s /Guardjan s . .. . 

occupation 


and 


Address 


Date , . . . ... . . . , 
Station . . . . . ... .. 
To be countersigned hy 

Magistrate I Class , 


( Signature 


with 


seal) 


Date . , . . 


. . . 


APPENDIX II 

DOMICILE CERTIFICATE 
I, . . . . . . . . . . . . . . . . 

. . . . . . . . . . . . . . . . . . . . . . . . . . . . . S / O . . . . . . . 
father of . . . .. . . . .. . .. . . . ... 

.. . , hereby solemnly declare and afirm 
( name of student) 
that my state of domicile is 
Village . . . . . . . . . . . . . . . . . . . . . . . . . . . 

. . . . . . . . . . Tehsil . . . . . . . . .. 
District.. . 

.. . .. .. . .. .Union Territory .. .. . . 
[A dornicilo certificate from the District Magistrate of.. . . . . . . .. 

te from the District Magistrate of . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . . is enclosed herewith 

(Appendix III) ] 
2 . I also guarantee that in case my domicile is found incorrect or false, I shall be liable to refund the entire ainount of scholarship 
awarded to tho student and /or any other pcbalty as may be imposed by the Government. 

3 . I further declare that myabove statementregarding my state ofdomicile is correct to the best of myknowledge and belief and that 
nothing has been kept concealed . 


Dated . . . . . . . . . . . 


Deponent 


Address . . . . . . : 


APPENDIX III 
DOMICILE CERTIFICATE 


Certitiod that Shr /Shrimati /Miss . . . . . . . 
son/ daughter of Shri . . . . . . . 


. . . . . . . . . . . . . . . 


. . . , 


. . . . . . . . . . . . . resident of . . . . . . . ... . . . . . . 
. . is donzicile in . . . . . . . 

Sd / 

(District Magistrate ) 


Rubber stamp of the Office 
of the Additional District 
Magistrate . . 


RESOLUTION 
New Delhi- 11, the 6th January 1965 
No. F . 23 / 19 /64 - M . P . There has been considerable 
incrcase in the range and volume of manpower work as also 
in the number of Central agencies which are concerned with 
different aspects of the problem of development and utilisation 
of managerial, scientific and technical manpower . It is neces 
sary , therefore , to strengthen the arrangements for coordina 
tion of manpower work . It has been decided accordingly to 
set up an inter-departmental Committee to be called the 
Stecring Group on Manpower for co - ordination of man 
power work . Tho Group will concern itself, in particular , 
with policies and programmes relating to development and 
utilisation of Scientific , Technical and Managerial manpower 
including technical personnel requirements of the Defence 
sector and of Central undertakings. 
2 . The composition of the Steering Group be as follows : 

Chairman 
( 1 ) Secretary / Additional Secretary dealing with man 
power in the Ministry of Home Affairs ; 

Members 
( 2 ) Secretary , Planning Commission , 

or his representative ; 
( 3 ) Chief, Perspective Planning Division , 

Planning Commission ; 
( 4 ) Chief, Labour and Employment Division , 

Planning Commission ; 
( 5 ) Director, Institute of Applied Manpower Research ; 
(6 ) Director General, Council of Scientific and Industrial 

Research . 
or his representative ; 
Director General, Employment and Training. 
and cr- officio Joint Secretary , 
Ministry of I abour and Employment; 


( 8 ) Joint Educational Adviser ( Technical ) , 

and ex-officio Joint Secretary , 

Ministry of Education ; 
( 9 ) Secretary, University Granty Commission ; 
( 10 ) Joint Secretary , Department of Coordination, 

Ministry of Finance ; 
( 11 ) Joint Secretary , 

Ministry of Defence ; 
( 12 ) Joint Secretary , Department of Defence Production , 

Ministry of Defence; 
( 13 ) Joint Secretary, Departincnt of Heavy Engineering, 

Ministry of Industry & Supply ; 
( 14 ) Officor on Special Duty , Department of Industry , 

Ministry of Industry and Supply ; 
( 15 ) Officer op Special Duty , 

Ministry of Irrigation and Power; 
( 16 ) Deputy Secretary, 
Ministry of Petroleum and Chemicals ; and 

Convenor 
( 17 ) Director, Directorate of Manpower, 

and Joint Secretary , 

Ministry of Home Affairs, 
3 . Representatives of other Ministries and Organisation 
may be invited to attend tnectings of the Stecring Group as 
and when necessary . 

ORDER 
ORDERED that a copy of this Resolution be communicated 
to : ( 1 ) All the Ministries and Departments of the Government 
of India ; ( 2 ) thc Planning Commission ; (3 ) the Council of 
Scientific and Industrial Research ; ( 4 ) Union Public Scrvice 
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Commission ; ( 5 ) Ugiversity Grants Commission ; (6 ) Instituto 
of Applied Manpower Research ; ( 7 ) all the State Govern 
ments; and ( 8 ) all the Union Territories Administrations . 

ORDERED further that a copy of this Resolution to be 
published in the Gazette of India . 

R . K . SRIVASTAVA , Dy. Secy . 


MINISTRY OF COMMERCE 

AMENDMENT 

New Delhi, the 4th January 1965 
No. 10 ( 8 ) /63-GATT . - In paragraph 3 of the Government 
of India Resolution No. 10 ( 8 ) / 63GATT , dated 17th March 
1964 as modified by the Government Resolution dated the 
27th August, 1964 , the following shall be suhstituted for item 
( 13 ) thereof : 
( 13 ) Shri J. Banerjee , 

Director , 
Ministry of Commerce ( Export Promotion Organi 
sation ), New Delhi 


MINISTRY OF STEEL & MINES 
(Department of Iron & Steel) 

PUBLIC NOTICE 

New Delhi, the 4th January 1965 
SUBJICI : — Introduction of 1. S.I., Certification Marks Scheme 

for Steel, 
No. SC ( C ) - 2 ( 44 ) /63- 11. - At present the prime quality 
steel, which is produced according to the various specifica . 
tions , are categorised into two classes tested and untested . 
Jo quality for price as Tested Steel, the material is to be 
suppred with a copy of Test Certificate recognised by the 
Government of India . Barring a few cxceptions like Lloyds 
Test Certificate for Shipbuilding Plates, Test Certificates for 
tested steel are issued by D .I. (Met ) , an Officer of the 
D .G . S .& .D . Organisation . 

2 . The Indian Standards Institution (1 .S .I. ) have drawn up 
a series of specifications for various stecl products in general 
use . I.S .1, have also been authorised to introduce a Certifica 
tion Marks Scheme. This enables the producers themselves 
to certify the products conforming to an approved I. S . L. Speci 
fication , the I. S .I. having authority to periodically check the 
production to ensure that the products comply with the requirc 
ments of the specifications . In the case of stçel, I. S . I. have 
appointed the D .l . (Met ) as their agent for carrying out these 
test checks and for ensuring that the steel produced by the 
licencees complies with all the requirements of the I.S . D. speci 
fications, Government have now decided that with effect from 
1 - 4 - 1965 , the 1. S . I. Certification Marks Scheme should be 
gradually introduced . In the beginning, the Scheme will 
cover only the following current specifications and may later 
on be extended to cover all steel products and will include all 
specifications for which the producers are licensed by the 


ORDER 
ORDERED that a copy of thic Resolution be communicated to 
all concerned and that it he published in the Gazette of India 
for general information . 


D . N . BANERJEE , Jt. Secy . 


I. S .I. 


( i ) IS . 226 – 1962. 
(ii ) IS . 1977 - - 1962. 
( 111 ) IS , 961 – 1962 . 
( iv ) IS . 432 — 1960 . 
( v ) IS , 2062 - 1962 . 
( vi ) IS . 513 — 1954 . 
( vii ) IS . 277 — 1962 , 
(viii ) Drafted specification Nos. 

and DOC : SMDC . 5 ( 572 ) . 
( ix ) IS - 1148 -- 1957 . 


DOC : SMDC . 5 ( 571) 


(xi) IS - 2073 – 1962. 


RESOLUTION 

New Delhi, the 4th January 1965 
No. 24 ( 3 ) - Tex ( A ) / 64, - - The Government of India have 
decided to reconstitute the Cotton Advisory Board originally 
set up in October, 1950 and subsequently reconstitued in 
August, 1957 and February , 1962 . The Board as now recons 
tituted will consist of the following : 

Chairman 
1. The Textile Commissioner. 

Members 
2 . Shri R . G . Saraiya . 
3 . Shri Bharat Ram . 
4 . Shri Neville Wadia , 
5 . Shri Arvind Narottam , 
6 . Shri K , Sundaram , 
7 . Shri J. K . Shrivastava . 
8 . Shri Madanmohan R . Kula . 
9 . Shri Jebangir P . Patel . 
10 . Shri Hansraj Jivandas . 
11. Shri Keshavlal Premchand . 
12 . Shii G . V . Ramaswamy. 
13. Shri A . K , D . Rangaswamy Raju , 
14 . Shri K , M . Patil. 
15 . Shri S. S . Deshmukh , M . P . 
16 . Sardar Ujjal Singh . 
17 . Shri Dayalji G , Patel . 
18 . Shri N . U . Gandhi. 
19 . Shri M . R . Pati). 
20 . Adviser (Colton ), Ofice of the Textile Commissioner. 
21. The Vicc- President, Indian Central Cotton Committee , 

Bombay . 
22. The Additional Agricultural Cominissioner with the 

Government of India , Ministry of Food & Agriculture . 
23. Secretary , Indian Central Cotton Committee , Bombay, 


( iii ) IS - 1079 — 1958 . 
( xiv ) IS - 1029 - - 1956 , 

( xv ) IS -280 _ - 1962, 
(xvi ) JS -279 - 1961. 

3 . The salient features of the scheme arc laid down below 
which are intended to give a fair outline sketch and should 
110t be considered as exhaustive and self -complete : 
( a ) The prime quality steel produced under this sclicme 

shall be classified into three categories viz ., Standard 
i.e . IS . 226 -62, Commercial e. s . IS - 1977, and Off 


must be produced according to the standard and 
Commercial specifications laid down by the I. S . I. and 
the materials supplied must be covered by a copy of 
tbe Test Certificate bearing the ISI mark to be 
Issued by the Works concerned . The Off - grade steel 
will be those which do not conform either to the 
Standard or Commercial specifications laid down by 
the J . S . I. 


Secretary 
24 . Deputy Director ( Cotton ) , Office of the Textile 

Commissioner, Bombay . 
( 2 ) The Board has been set up to advise generally on 
mattes pertaining to the implementation of the Cotton Con 
trol Order, 1955, and to act as a general liaison machinery 
hetween the mill industry , the cotton growers , the cotton 
trade and the Government. 

( 3 ) The non - official members will serve on the Board for 
a period of two years from the date of this Resolution . 

ORDER 
ORDERED that a copy of this Resolution be communicated 
to all concerned . 
ORDERED also that it be published in the Gazette of India . 

T . S. KUNCHITHAPATHAM , Dy. Secy . 


(b ) The Scheme should be introduced in respect of all 

Main Producers and those Registered Re -rollers and 
Secondary Producers who are approved by the 
D . G .S .& .D . However, for Registered Re- rollers and 
Secondary Producers who have no testing facilitics 
of their own the testing for the Standard and Com 
mercial specifications will be carried out by D .I . 

(Met ) on paymçnt of usual fees . 
( C ) To enable the Producer and Registered Re-rollers and 

Secondary Producers to produce stcel according 10 
this scheme, it is necessary for them to apply for 
and obtain necessary licences for 1.5 .1. certification 
marking from the I. S .I. authorities . They were 
requested to do so in Iron & Steel Controller s Cis 
çular No . AP / Cir / 12 / 63 , dated the 9th December 

1963, 
( d ) In cases where the 1. 5 . 1. have not so far laid down 

commercial specification in addition to Standard 
specification the existing untested steel will be sold 
as such , No Test Certificate for such untested steel 

would be necessary . 
4 . ( a ) Tested steel lying in stock with the Producers 
including Registered Re-rollers and Secondary Producers, 
Stockists etc , as at midnight of 31 - 3 -65 / 1 - 4 -65 should be sold 
at Standard Steel prices. 
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MINISTRY OF FOOD AND AGRICULTURE 

(Dopartment of Agriculture) 

RESOLUTION 
New Delhi, the 8th January 1965 
No . 6 -2765 -C ( E ), --Government of India have had under 
consideration for some time the question setting up a body to 
provide advico on a continuing basis on agricultural price 
policy and price structure in the context of the need to raise 
agricultural production and give relief to the consumer. They 
have now decided to set up an Agncultural Prices Commis 


(b ) Untasted steel lying in stock with the Producers includ . 
ing Registered Re- rollers and Socondary Producers / Stockists 
etc . as at midnight of 31 - 3 -65 / 1 -4 - 65 may be sold ag untested 
steel at the latested steel price as on 31- 3 -65, but upto 
30 - 9 -65 only . 

5 . Ay regards outstanding indents planned on the Producers , 
against indents for tested steel Producers will be free 10 
supply tested or Standard steel, as available . Against out 
standing indents for untested steel, producers will supply 
untested steel to the extent lying in their stock at the untested 
steel price as on 31- 3-65 . The indentors must let the pro 
ducers know on or before 1 - 3 -65 as to whether they are pre 
pared to accept against the outstanding indents of untested 
steel, steel according to the revised I.S .I, Commercial specifi 
cations. If no intimation from the indeptors is received with 
in the above period the producers will exccuto such order , 
subject to availability as untested steel ( upto 30 -9 -63 ) or IS 
1977 . ST- 32 . 

6 . All producers including re - rollers and secondary pro 
ducers and all Controlled Stockists should declare to the Iron 
& Steel Controller their stock balance of tho items of steel con .. 
cerned as at midnight of 31 - 3 -65 / 1 -4 -65 showing tested and 
untested stock separately . A monthly report should also be 
furnished on the 1st week of cach month commencing from 
report for April 1965 to be furnished in 1st week of May, 
1965 showing tho despatches during the month and the 
balances at the end of the month . 

7 . In respect of those specifications for which the scheme 
is now being introduced , no order shall be booked by any 
Producer /Registered Ke- roller / Secondary Producer who come 
under this scheme, from 1- 4 -65 for supply of steel according 
lo tested / untested categories and / or non I. S . S. specifications 
Production of steel according to tested / untested categories 
and / or non I.S .I. specifications shall also be discontinued from 
1 - 4 -65 in respect of those specifications for which the scheme 
is now being introduced . However, in cases of steel materials 
required for export purposes or indented for fabrication of 
Engineering Goods for export purposes the Producer may 
.accept orders for non I.S .I. specification even though the 
corresponding L. . 1. specifications are already covered by the 
Schome now being introduced . 

8 . Any special testing liko Lloyds testing etc , required by 
any indentor would bo outside the scope of this scheme and 
for such testing , existing arrangement should continuo, 

9 . The revised prices with effect from 1 -4 -65 for the items 
of steel covered by the scheme will be announced in duc 
course . 

10 . As stated in para 2 above, the scheme is now beiny 
only partially introduced in respect of I. S . I, specifications 
mentionod therein , For items which are not covered by the 
abovo specifications, the existing system of classifying the 
iteras as tested and untested steel will continuo and for 
tested materials tho Test Certificates would continue to be 
furnished by D . I. (Met ) / other authorities recognised by 
Government. As and when tho Producers become ready to 
introduce the revised 1. S . I. specifications in relation to such 
items of steel, necessary Government orders would bo issued . 

A . N . RAJAGOPALAN , Under Secy. 


Economics , University of Bombay , as Chairman , 

The terms of reference of the Commission shall be as 
follows : 

1. To advise on the price policy of agricultural connodities, 
particularly paddy, rice , wheat, jowar, bajra , maize , gram and 
other pulses, sugarcane, Oilseeds, colton and jute with a view 
10 cvolving a balanced and integrated price structure in the 
perspective of the overall needs of the economy and with due 
regard to the interests of the producer and the consumer . 

1 . 1 Whilo recommending the price policy and the relative 
price structure the Commission may beep in view the follow 
ing : - 

( i) The nced to provide incentive to the producer for 

adopting improved technology and for maximising 

production ; 
(11) The need to ensure rational utilisation of land and 

other production resources; 
( iii) the likely effect of the price policy on the rest of 

the economy, particularly on the cost of living, level 

of wages, industrial cost structure , etc . 
1. 2 The Commission may also suggest such pon - price 
incasures as would facilitate the achievement of the objectives 
set out in 1 above . 

2 . To recommend from time to time, in respect of different 
commodities , measures necessary to make the price policy 
effective. 

3 . To examine , where necessary , the prevailing methods and 
costs of marketing of agricultural commodities in different 
regions, suggest measures to reduce costs of marketing and 
recommend tajr price margins for different stages of markot 


ing 


4 . To keep under review the doveloping price situation and 
to make appropriate recommendations , as and when necessary , 
within the framework of the overall price policy . 

5 . To keep under review studies relating to the price policy 
and arrangemcots for collection of information regarding 
agricultural prces and other related data and suggest impro 
Vements in the same. 

6 . To advise on any problems relating to agricultural 
prices and production that may be referred to it by Gover 
meat from time to time. 

The Commission will maintain close touch with other 
agcacies dealing with matters having a bearing on prices and 
production , including the Steering Group on Wages , Incomes 
and Savings Policy and the Food Corporation of India . 

The Commission will determine its own procedures. It 
will be free to call for notes , memoranda, results of studies , 
data and any other material relevant to its work from official 
and non -official bodies, and hold discussion with them , 

The Commission will submit reports to Government as and 
when necessary in respect of diffcrent commodities or groups 
thereof. 

The Commission is set up initially foi a period of three 
years and may continue thereafter as long as necessary . 


e Basketbols TON ,1985 


(Department of Mines and Metals ) 

RESOLUTION 

New Delhi, the 5th January 1965 
No. 21 / 4 / 64 -CI. - In partial modification of the Govern 
ment of India Resolution No, CIX - 3 ( 4 ) / 64, dated the 3rd 
October, 1964, published in the Gazette of India , dated the 
17th October, 1964, regarding the setting up of Joint Board 
on Mining Engineering Education & Training, in the Compo 


ORDER 
ORDERED that a copy of the Resolution be communicated 
to all the Ministries and Departments of the Governments of 
India , all the State Governments and Union Territories , 
Planning Commission , Cabinet Secretariat, Lok Sabha Secre 


inserted , namely : - - 
" 17. Director of Manpower and Joint Secretary , 

Ministry of Home Affairs," 
The existing No. 17 may be re-numbered as No. 18 . 

ORDER 
ORDERED that a copy of this Resolution be communicated 
to all concerned including the Ministries of tho Government 
of India , Primc Minister s Secretariat, thợ Department of Par 
liamentary Affairs, Private and Military Secretaries to the 
President, the Planning Commission , the Comptroller and 
Auditor General of India , Accountant General, Central 
Revenues , Accountant General, Commerce , Works and Mis 
cellaneous , New Delhi. 

ORDERFD also that the Resolution be published in the 
Gazette of India for general Information . 

CHHEDI LAL , Jt. Socy . 


President s Secretariat, Comptroller und Auditor General of 
India, all members of the Panel of Economists , Panel of 
Administrators , Panel of Scientists , wl Attached and Subordi 
nate Offices under the Ministry of Food & Agriculture 
(Departmçnts of Pood and Agriculture ). 

ORDERED also that the Resolution bo published in the 
Gazette of India , for general information , 


G . R . KAMAT, Secy. 
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MINISTRY OF EDUCATION 

RESOLUTION 
New Delhi , the 8th January 1965 

Central Advisory Board of Education 
No. F . 1 - 3 / 64- SE. 1 ( BSE. 6 ) . ---In partial modification of 
the Government of India (late Fducation, Health & Lands 
Department ) Resolution No. F, 122 - 3 / 35 - E, dated the 8th 
August, 1935 , as amended from time to time ( upto 22nd 
September, 1964 ) regarding the Central Advisory Board of 
Education , the President is pleased to order that the follow 
ing may bo substituted against the existing sub -para ( 2 ) ( 8 ) 
of para 3 of the above Resolution relating to the Constitution 
ot the Board : 
" ( 8 ) One representative of the Indian Council of Agri 
cultural Research. " 

ORDER 
ORDERED that copies of the Resolution may be circulatod 
to all members of the Central Advisory Board of Education , 
Lok Sabha Secretariat, Rajya Sabha Secretariat , Inter - Univer 
sity Board of India , All India Council for Technical Educa 
tion , Indian Council of Agricultural Research , Medical 
Council of India , Director General of Health Services , Univer 
sity Grants Commission , All India Council of Sports, National 
Council for Women s Education , all State Governments and 
Union Territories (Education Departments ) . 

ORDBRFD also that a copy of the Resolution bo forwarded 
to the Manager, Governmen of India Press , Paridabad , for 
publication in the Gazette of India for general information , 

ORDERED also that copics may be forwarded to all Divi 
sional Heads in the Ministry of Education for information . 

L. Q . JOSHI , Jt. Secy . 


as well as for its replacement by A new structure at an carly 
date . Considering the importance of tho Godavari Delta 
System in the country s economy, especially of food produc 
tion , there is an urgent need for ensuring tho structural safety 
of the Anicuts as well as the improvemont and extension of 
the canal systerm. The Government of India have, therefore, 
in consultation with the Government of Andhra Pradesh , 
decided to constitute an Expert Committee to advise on 
( a ) the condition of the cristing anicuts across the 

Godavari at Dowlaishwaram in Andhra Pradesh ; 
( b ) immediate measures , it any , for preventing damage 

to the structure ; 
( c ) tho necessity for undertaking the construction of a 

new structure , preferably a barrage, to food tho 
existing Godavari Canal system as well as to extend 
irrigation taking advantage of tho regulated flows in 

the Godavari river ; 
(d ) appropriate location , suitable design , schedule of 

construction and other particulars of tho new 

structure , if the same is found accessary ; and 
(e ) any other ancillary matters that the Committoo may 

consider desirable . 
2 . The Members of the Committee will be 

Chairman 
Shri A . C . Mitra . 
Irrigation Adviser to the Government of Uttar Pradesh , 

Members 
Dr . D . V . Joglokar , 
Honorary Consultant, 

Ministry of Irrigation & Power , 
Shri A, K . Char , 
Chief Engineer, Rana Partap Sagar , 
Kotah. 

Member - Secretary 
Shri C . L. Handa, 
Member, 

Central Water & Power Commission . 
3. The Committee shall submit its report within threc 
months . 

ORDER 
ORDERED that the Resolution to communicated to the 
Government of Andhra Pradesh , the Ministrios of Finance , 
Transport and Food & Agriculture , the Comptroller and 
Auditor Goncral of India , Primo Minister s Secretariat, 
Cabinet Secretariat, the Secretary to the President and the 
Platining Commission for information . 

ORDERED also that the Resolution bo published in tho 
Gazette of India and the Government of Andhra Pradesh bc 
requested to publish it in the Stato Gazette for general infor 
mation . 


K . G. R . IYER, Jt. Secv. 


- 


- 


- 


- - - - - - - - 


- 


- - 


- - 


MINISTRY OF IRRIGATION AND POWER 

RESOLUTION 
New Delhi, the 6th January 1965 
No. DW.I1 - 1 ( 18 ) / 64 . -- Over a million acres are being 
irrigated at present by the Delta Canal Systen taking of from 
the Godavari Anicuts at Dowlaishwaram in Andhra Pradesh . 
Proposals have been under consideration of Andhra Pradesh 
Government to install 6 feet drum gates over this Anicut to 
cxtend irrigation in the delta taking advantage of the regulatod 
releases from storages higher up across the main Godavari and 
ity tributaries. Doubts have been expressed about the struc 
tural stability and safety of the existing anicut for such an 
installation of gacs . Preliminary stuidos carried out by the 
State Officers as well as by the Central Water & Power 
Rescarch Station , Poona , indicated that the Anicuts were not 
immune from damage even at tho existing pond level condi 
tions and that, therefore , it may not be desirable to contem 
plate any additional increase in the pond level. Further 
Studies were indicated for the immediate safety of the structure 
- - - - - - - 

राष्ट्रपति सचिवालय 
नई दिल्ली, दिनांक 7 जनवरी 1965 
सं . 6-प्रेज / 65 - - राष्ट्रपति, उत्तर प्रदेश पुस्लिम के निम्नांकित 
अधिकारी को उसकी वीरता के लिए पलिम -पदक प्रदान करते हैं : - - 

अधिकारी का माम तथा पर 
श्री मेघ सिंह , 
कांस्टेबल नं0 317, सिविल पुलिस , 
ज़िला एटा , उत्तर प्रदेश । (स्वर्गीय ) 
सेवाओं का विवरण जिनके लिए पक्षक प्रवान किया गया 

20 फरवरी 1964 की रात को लगभग दस बजे , जबकि 
कांस्टेबल चोब सिंह , कांस्टेबल मेघ सिंह तथा कांस्टेबल मोहम्मद 
हाफिज़ चार बन्दूक लाइमेंमदारों के साथ नगला भर में 
गश्त पर थे, उन्हें विश्वस्त सूचना मिली कि कुख्यात आक भूप सिंह 
उस गांव में छुपा हुआ है । उन सिपाहियों ने तुरन्त सूचना के सूत्र 
की सहायता से भूप सिंह का राम नाथ अहीर के घर में होने का 
पता लगा लिया । कांस्टेबल चोब मिह ने अन्य दो व्यक्तियो के 
माथ उस घर के मामने एक कुएं के समीप मोर्चा लिया , जबकि 
मिपाही मोहम्मद हाफिज ने दो अन्य व्यक्तियों के साथ 
उस घर के पूर्व की ओर मोर्चा लिया । सिपाही मेष सिंह 
ने सामने से आक्रमण करने का सबसे कठिन काम अपने ऊपर 
लिया । वह घर के आंगन में अकेला दाखिल हुआ और डाक को 
ललकाग, परन्तु डाक ने उसका स्वागत एक गोली मे किया, जिमसे 


वह बाल -बाल बचा । निर्भीक सिपाही मेघ सिह ने खुले में खड़े 
रह कर शांतिपूर्वक गोलियों का जवाब गोलियों में दिया । छाक 
तब आगे बढ़ा और बहुत समीप से उसने एक गोली चलाई जो 
सिपाही मेघ सिंह को लगी और यह तुरन्त निष्प्राण भूमि पर गिर 
पड़ा । तत्पश्चात् बन्दूकों का युद्ध हुआ जिसमे डाकू भूप सिंह मारा 
गया और एक बन्दूक तथा दस भरे हुए कारतूस प्राप्त हुए । 

इस मुठभेड़ में सिपाही मेध सिंह ने पहल , साहम तथा महान् 
कर्तव्य-परायणता का परिचय दिया , जिसके निभाने में उसने 
अपना जीवन न्योछावर किया । 

2. यह पदक पुलिस- पदक नियमावली के नियम 4 ( i ) के 
अन्तर्गत वीरता के लिए दिया जा रहा है तथा फलस्वरूप नियम 
5 के अन्तर्गत स्वीकृत भना भी दिनांक 20 फरवरी 1964 से 
दिया जाएगा । 


____ स० 7-प्रेज/ 6 5 -. - राष्ट्रपति , उत्तर प्रदेश पुलिस के निम्नांकित 
अधिकारियों को उनकी वीरता के लिए पुलिस -पदक प्रदान करते 


अधिकारियों के नाम तथा पव 
श्री सुरेश सिह, 
पुलिम उप-निरीक्षक , 
जिला फतेहपुर , उत्तर प्रदेश । 
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श्री यश दत्त राय , 
पुलिस उप -निरीक्षक , 
जिला फतेहपुर , उत्तर प्रदेश । 
सेवाओं का विवरण जिनके लिए पवका प्रधान किए गए 

22 नवम्बर , 1963 को ग्राम वाले का पुरवा में डाकू रघुराज 
अहीर की , जिसकी हत्या और कैतियों के अनेक मामलों में खोज 
की जा रही है, उपस्थिति की एक विश्वस्त सूचना प्राप्त होने पर , 
पुलिस -निरीक्षक सुरेश सिंह, थाना अधिकारी, पुलिस थाना खकरेस 
ने , उप-निरीक्षक श्री यज्ञ दत्त राय और पुलिस दल की एक टुकड़ी 
महित उस ग्राम की ओर तीव्रता में प्रस्थान किया । यह जान कर 
कि उम गिरोह ने उस स्थान को थोडी देर पूर्व ही छोड़ दिया है , 
वे ग्राम में एक गृह में 23 नवम्बर, 1963 तक छिपे हुए ठहरे । 
तब पुनः सूचना प्राप्त हुई कि गिरोह एक खलिहान में एकत्रित 
होनेवाला है । पुलिस दल ने स्वयं को दो भागों में विभक्त कर 
लिया तथा उस खलिहान के चहुं ओर छिप गए । पुलिस की उप 
स्थिति का सन्देह करते हुए, उस गिरोह ने गोली चलानी आरम्भ 
की नथा बन्दूको के इस युद्ध में , जो दो घण्टे तक होता रहा, के मध्य 
पुलिस उपनिरीक्षक यश दत्त राय के पैर में गोली लगने से घाव 
हो गया । घाव की चिन्ता न करते हुए उन्होंने गोली चलाना जारी 
रखा तथा डाक रघुराज अहीर को बच निकलने से रोका । पुलिस 
उप -निरीक्षक सुरेश सिंह अपने जीवन के लिए एक बड़े मंकट 
से असावधान होते हुए , डाकुओं की गोलियों के सम्मुख होकर, 
पुलिस उप-निरीक्षक यज्ञ दत्त राय की महायतार्थ दौड़े और उनके 
भी वक्षस्थल , जंघा एवं वाम भुजा में बन्दूक की गोलियों के घाव 
हए । घावों के होते हुए भी दोनो ने आक्रमण जारी रखा जिसमें 
डाक रघुराज अहीर गोली से मारा गया , परन्तु गिरोह के अन्य सदस्य 
उस युद्ध में अपने नेता की एक 12 बोर की बन्दूक तथा कारतूसों 
का एक थैला पीछे छोड़ कर बच निकलने में सफल हो गए । 

इम मुठभेड में पुलिस उप -निरीक्षक सुरेश सिंह तथा उप 
निरीक्षक यज्ञ दत्त राय ने माहस, नेतत्व एवं उच्चकोटि की कर्तव्य 
परायणता का परिचय दिया । 

2. ये पदक पुलिस-पदक नियमावली के नियम 4 (i ) के 
अन्तर्गत दिए जा रहे है तथा फलस्वम्हाप नियम 5 के अन्तर्गत स्वीकृत 
भत्ता भी दिनांक 23 नवम्बर , 1963 से दिया जाएगा । 

स 8- प्रेज़ / 65 - - राष्ट्रपति महाराष्ट्र पुलिस के निम्नाक्ति 
पुलिस अधिकारी को उसकी वीरता के लिए पुलिस पदक प्रदान 
करते है : 

अधिकारी का नाम तथा पर 
श्री रामचन्द्र बन्दोबा घरल , 
पुलिस उप-निरीक्षक , 
पूना नगर, महाराष्ट्र । 
सेवाओं का विवरण जिनके लिए पदक प्रदान किया गया 


__ इन कार्यवाहियों के मध्य पुलिस उप -निरीक्षक घरल ने अपनी 
सुरक्षा की चिन्ता न करते हुए , महान् साहस , पहल एवं उच्चकोटि 
की कर्तव्यपरायणता का परिचय दिया । अपने व्यक्तियों के लिए , 
जो उनके नेतृत्व में अन्य अनेक व्यक्तियों को सुरक्षित स्थानों पर 
पहुचाने में समर्थ हए, वह प्रेरणा का स्रोत थे । 

2. यह पदक पुलिस -पदक नियमावली के नियम 4 (i ) के 
अन्तर्गत वीरता के लिए दिया जा रहा है तथा फलस्वरूप नियम 5 
के अन्तर्गत स्वीकृत भत्ता भी दिनांक 12 जुलाई, 1961 से दिया 
जाएगा । 

सं0 9-प्रेज/ 65 - - राष्ट्रपति मध्य प्रदेश पुलिस के निम्नांकित 
अधिकारी को उसकी वीरता के लिए पुलिस -पदक प्रदान करते है ----- 

अधिकारी का माम तथा पर 
श्री सूरज भान सिह, 
कान्स्टेबल सं० 247 , 
पुलिस थाना गंगा , 
जिला सीहोर , 
मध्य प्रदेश । 

( स्वर्गीय ) 
सेवाओं का विवरण जिनके लिए पदक प्रदान किया गया 

इस्लामनगर ग्राम के सरदार मोहम्मद तथा उसके पुन गुल 
मोहम्मद के विरुद्ध शिकायन प्राप्त होने पर थाना गंगा के थाना 
अधिकारी अपने कुछ कान्स्टेबलों सहित दिनांक 11 जून , 1964 
को ग्राम चोपरा में मामले की जाच करने के लिए गए । यह जान कर 
कि सरदार मोहम्मद निकटवती नदी की ओर गया हुआ है , उप 
निरीक्षक तथा उसका दल उस नदी की ओर गया तथा उसको 
पकड़ने का प्रयत्न किया । मरदार मोहम्मद , जो दुष्ट प्रकृति का 
व्यक्ति था , ने पहले तो पुलिस अधिकारियों का सामना किया 
तथा गोली चलाने का भय दिखा कर उनको रोका । उसी समय, 
वह गिरफ्तार होने से बचने के लिए नदी में पीछे की ओर घमा । 
कान्स्टेबल सुरज भान सिंह अपने जीवन को सकट में डालते हुए 
नदी में प्रविष्ट हआ तथा शनैः- शनै : सरदार मोहम्मद के निकट 
पहुंच गया और उसको तथा उसकी बन्दूक को पकड़ने का प्रयत्न करने 
लगा । सरदार मोहम्मद ने कान्स्टेबल पर गोली चला दी और 
भाग गया । कुछ मिनट में ही कान्स्टेबल सूरज भान सिंह की 
मृत्यु हो गई । नदोपरान्त पुलिस दल ने सरदार मोहम्मद का पता 
लगाया लथा बन्दूकों के युद्ध में सरदार मोहम्मद की मृत्यु हो गई । 

इस मुठभेड़ में , कान्स्टेबल सूरज भान सिह ने अपने जीवन 
को क्षति उठा कर, उदाहरणीय साहम , पहल एवं कर्तव्यपरायणता 
का परिचय दिया । 

2 यह पदक पुलिस -पदक नियमावली के नियम 4 (i ) के 


5 के अन्तर्गत स्वीकृत भत्ता भी दिनांक 11 जून , 1964 से दिया 
जाएगा । 

का० र० दामले , सचिव 


पूना नगर और जिले के कुछ क्षेत्रों में अपूर्व बाढ़ आ गई । श्री 
रामचन्द्र बन्दोबा घरल , पुलिस उप-निरीक्षक , जो उस समय पूना 
नगर में दक्कन जीमखाना थाने में नियक्त थे, अन्य कर्मचारियो 
महित व्यक्तियों की रक्षार्थ तथा उन्हें प्रभावित हो से हटा कर 
सुरक्षित स्थानों पर पहुंचाने के लिए अपने क्षेत्र में बाढ़ के तीव्रता 
से बहते हुए जल में तैरते और चलते हुए चूमे । अब वह इन कार्य 
वाहियों में संलग्न थे, उन्होंने कार्य सड़क की दिशा से आती हई 
महायता के लिए चीत्कारें सुनीं । वह तुरन्त जल में कूद पड़े तथा 
बाठ के जल के तीन बहाव के विरुद्ध कठिनाई से तैरते हुए लगभग 
100 गज़ तक गए और उस स्थान पर पहुंचने तथा वहां से स्त्री 
को निकालने और वापस तैर कर उसे एक सुरक्षित स्थान पर 
पहुंचाने में सफल हुए । जल का स्तर भयानक रूप से बढ़ गया 
था परन्तु शान्त साहस द्वारा पुलिस उप-निरीक्षक सुरक्षापूर्वक उस 
स्त्री को बाहर निकालने में समर्थ हुए । 


संकल्प 
नई दिल्ली - 1, दिनाक 30 नवम्बर , 1964 
सं०टी० एण्ड सी० / 3 ( 8 )/ 59 - ~ परिवहन मंत्रालय के विशेष 
सचिव डा० नगेन्द्र सिंह को 24 नवम्बर, 1964 से परिवहन नीति 
और समन्वय समिति का सदस्य नियुक्त किया गया है । 

आपरा 
आदेश दिया जाता है कि इस संकल्प की एक प्रति सब सम्बन्धित 
व्यक्तियों को भेज दी जाए तथा सर्वसाधारण की सूचना के लिए 
भारत सरकार के गजट में प्रकाशित किया जाए । 

एम० बट्ट , संयुक्त सचिव 
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गृह मंत्रालय 

आदेश 
संकल्प 

आदेश दिया जाता है कि इस संकल्प को उन सभी के पास भेज 
नई दिल्ली - 11, दिनांक 8 जनवरी 1965 

दिया जाए जिनका इससे सम्बन्ध है । 
सं . 40/ 1/ 64 ए० एन० एल० ( एस० सी० ) --- भारत 
सरकार के गृह मंत्रालय के संकल्प संख्या 37/ 44/ 62-ए० एन० 

यह भी आदेश दिया जाता है कि इस मंकल्प को भारत के 
एल० , दिनांक 30 जून 1964 का आंशिक संशोधन करते हुए , 

गजट में आम सूचना के लिए प्रकाशित कर दिया जाए । 
श्री सी० पी० श्रीवास्तव और श्री वी० डी० गंगल के स्थान पर 

वि० नन्जप्पा , सचिव 
क्रमशः श्री गोविन्द एच० सेठ , मैनेजिंग डायरेक्टर शिपिंग कार्पो 
रेशन आफ इण्डिया और श्री एम . सुब्रह्मणियन, उप सचिव , खाद्य 

श्रम और रोजगार मंत्रालय 
और कृषि मंत्रालय ( कृषि विभाग ) जहाज़ी सेवाओं की समिति 
के सदस्य नियुक्त किए गए है । 

संकल्प 
2. ममिति की रिपोर्ट देने की अवधि जन 1965 के अन्त तक 

नई दिल्ली , दिनांक 4 जनवरी , 1965 
बढ़ा दी गई है । 

सं० पी० एल • 6 ( 7 )/ 64 -- 30 और 31 अक्तूबर , 1964 
आदेश 

को नई दिल्ली में हुए बागान उद्योग ममिति के 11वें अधिवेशन में 
आदेश दिया जाता है कि इस संकल्प की एक- एक प्रति सभी 
सम्बन्धित व्यक्तियों को भेज दी जाए । 

बागान उद्योग में रोजगार की स्थिति पर विचार-विमर्श किया गया । 

समिति ने सिफारिश की कि श्रम और रोजगार मंत्रालय के एक 
यह भी आदेश दिया जाता है कि यह संकल्प भारत सरकार 

वरिष्ठ अधिकारी को नियुक्त करके एक सदस्यीय तथ्य -जांच 
के राजपत्र में मामान्य सूचना के लिए प्रकाशित किया जाए । 

समिति बनाई जानी चाहिए जो कि बागान में रोजगार के प्रश्न के 
एम० बी० मलहोत्रा , अवर सचिव 

सभी पहलओं की जांच करे और छ: मास के अन्दर भारत सरकार 
शिक्षा मंत्रालय 

को रिपोर्ट दे । तदनुसार भारत सरकार ने एक सदस्यीय समिति 
संकल्प 

नियुक्त की है जिसके मदस्य श्री एन० एन० चटर्जी, सह सचिव , 
नई दिल्ली, दिनाक 8 जनवरी, 1965 

श्रम और रोजगार मन्त्रालय हैं । समिति के विचारार्थ विषय निम्न 
केन्द्रीय शिक्षा सलाहकार बोर्ड 

लिखित हैं : 
सं० एफ० 1 - 3/ 64- एम० ई० 1 ( ० एस० ई० 6 ) - - 

( i) यह पता लगाना कि 1959 से प्राकृतिक क्षति या 
केन्द्रीय शिक्षा सलाहकार बोर्ड में संबंधित और समय - समय पर 

किसी और कारण से हए (निकले ) खाली स्थान कैसे 
( 22- 9- 1964 तक ) संशोधित भारत मरकार ( भूतपूर्व शिक्षा , 

और किस मीमा तक भरे गए है । 
स्वास्थ्य और भमि विभाग ) के संकल्प सं० एफ० 12. 2- 3/ 35-ई० , 

यह पता लगाना कि क्या 1959 मे बागानों में स्थायी 
दिनांक 8- 8- 1935 में आंशिक संशोधन करते हार , राष्ट्रपति 

श्रमिको के मुकाबले में ठेका/ अस्थायी/ बोघा श्रमिकों के 
सहर्ष यह आदेश देते है कि बोर्ड के गठन में संबंधित जपर्यवत संवत्प 

रोजगार के अनुपात में कोई वृद्धि हुई है ? 
के वर्तमान पराग्राफ 3 के उप -पैराग्राफ ( 2 ) ( छ ) के स्थान पर 

( iii ) यह पता लगाना कि क्या 1959 से भूमि श्रमिकों के 
निम्नलिखित लिख दिया जाए : - - 

अनुपात में महत्वपूर्ण परिवर्तन हुआ है और यदि 
“ ( छ ) भारतीय कृषि अनुसंधान परिषद् का एक प्रतिनिधि । " 

हुआ है तो किस सीमा तक ? 
सं० एफ० 1 - 3/ 64-एस० ई० 1 ( बी० एम० ई० 6 ) 
आदेश 

( iv ) 

नमना मर्वेक्षण या किसी अन्य तरीके से यह पता 
आदेश दिया जाता है कि संकल्प की प्रतिया केन्द्रीय शिक्षा 

लगाना कि क्या 1959 में बागान कामगरों के कार्य 
सलाहकार बोस व सभी मदम्यों, लोक सभा सचिवालय राज्य मभा 

भार में महत्वपूर्ण वृद्धि हुई है और मोटे तौर पर 
सचिवालय , भारत का अन्तर्विश्वविद्यालय बोर्ड , अखिल भारतीय 

इम वृद्धि को सीमा निर्धारित करना ? 
तकनीकी शिक्षा परिपद्, भारतीय कृषि अनुसंधान परिषद्, भारतं य 

यह पता लगाना कि कुल मिला कर 1959 मे बागान 
भेषज परिषद् , महानिदेशक स्वास्थ्य मेवाएं , विश्वविद्यालय अन् 

उद्योग में रोजगार में काफी कमी हुई है और यदि 
दान आयोग , अखिल भारतीय खेल परिषद् , राष्ट्रीय महिला शिक्षा 

हुई है तो इसके क्या कारण है ? 
परिषद , ममी राज्य सरकारों और संघीय क्षेत्रों (शिक्षा विभागों ) 

( vi ) कोई अन्य संबंधित विषय जिस पर समिति विचार 
को प्रेपित कर दिया जाए । 

करना उचित समझे । 
यह भी आदेश दिया जाता है कि संकल्प की एक प्रति , सामान्य 

2. समिति सरकार को अपना रिपोर्ट छ: मास के अन्दर भेज 
सूचना के लिए भारत के राजपत्र में प्रकाशनार्थ, प्रबंधक , भारत 

देगी । 
सरकार प्रेम, फरीदाबाद को भेज दी जाए । 
यह भी आदेश दिया जाता है कि संकल्प की प्रतियां शिक्षा 

आदेश 
मंत्रालय के मभी विभागाध्यक्षों को सूचनार्थ भेज दी जाएं । 
ल० प्रा० जोशी , संयुक्त सचिव 

आदेश दिया जाता है कि इस संकल्प को प्रति निम्नलिखित 

को भेजी जाए : --- 
सिंचाई व बिजली मंत्रालय 

( 1 ) बागानों से संबंधित सभी राज्य सरकारें । 
संकल्प 

( 2 ) मालिकों और मजदूरों के संबंधित संगठन । 
नई दिल्ली , दिनांक 4 दिसम्बर , 1964 

( 3 ) वाणिज्य मंत्रालय । 
सं० डी० डब्ल्यू . 2 - 31 ( 2 )/ 64 -सिंचाई परियोजनाओं से 

( 4 ) रोजगार और प्रशिक्षण महानिदेशालय । 
वित्तीय लाभ प्राप्ति के प्रश्न पर विचार करने के लिए इस मंत्रालय 
के संकल्प सं० डी० डब्ल्य० 2- 31 ( 2 ) / 64, दिनांकित 3 अप्रैल , 

यह भी आदेश दिया जाता है कि इस सकल्प को भारत के 
1964 के अधीन बनाई गई समिति की मियाद को , जिसे इस मंत्रालय 

राजपत्र में आम सूचना के लिए प्रकाशित किया जाए । 
के इसो ही संख्या के संकल्प दिनाकित 26 सितम्बर , 1964 द्वारा 
बढ़ाया गया था , एतत्वारा 31 दिसम्बर , 1964 तक बढ़ाया जाता है । 

पी० एम० मेनन , सचिव 
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